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H. General correspondence
8502080308 Resolution 1-14-85-3 requesting Bucks County Commissioners to make appropriate plans for evacuation of citizens in event of emergency at plant.Served on 850207.
HUSS.J.D., BALDERSTON.B. New Hope, PA. #185 444. 85/01/14. 1p. 28794:262-28794:262.
8503050340 Requests reconsideration of 850213 decision not to issue show cause order revoking low power OL.Addl info demonstrating deficiencies in safety equipment & procedures & noncompliance w/NRC regulations submitted.
* Affiliation Not Assigned. 85/02/25. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 6pp. 29207:308-29207:313.
8503180407 Opposes operation of facility until sheltering fully tested, sheltering drills implemented similar to evacuation drills & public assured that benefits of facility worth risks.Friends of the Earth motion for show cause order supported. ROMANO.F.R. Air and Water Pollution Patrol. 85/03/11. DENTON.H. Office of Nuclear Reactor Regulation, Director. 3pp. 29384:326-29384:328.
8503180326 Urges NRC to revoke facility low power OLAccident similar to TMI could occur if reported deficiencies & operating errors continue.
PROTASSOWSKY.M. Affiliation Not Assigned. 85/03/12. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 1p. 29383:071-29383:071.
8503190157 Requests revocation of low power license due to 74 operating events. BYE,M. Affiliation Not Assigned. 85/03/15. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29403:302-29403:303.
J. Insurance & indemnity information
8503130222 Forwards Endorsement 11 to NELIA Policy NF-284,Endorsement 7 to MAELU Policy MF-113 & Endorsement 2 to NELIA Certificate N-98 & MAELU Certificate M-98.
BRADLEY,EJ. Philadelphia Electric Co. 85/03/08. SALTZMAN.J. Assistant Director for State & Licensee Relations. 5pp. 29330:359-29330:363.
8503260411 Forwards Endorsements 12 & 8 to NELIA Policy NF-284 & MAELU Policy MF-113,respectively.
BRADLEY.E.J. Philadelphia Electric Co. 85/03/20. SALTZMAN.J. Assistant Director for State & Licensee Relations. 3pp. 29505:309-29505:311.
K. Utility Final Safety Analysis Report (FSAR) & amends
8310050437 Forwards Rev 24 to FSAR.
BRADLEY.EJ. Philadelphia Electric Co. 83/09/30. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 20631:001-20631:281.
-8310050449 Rev 24 to FSAR.
*  Philadelphia Electric Co. 83/09/30. 262pp. 20631:020-20631:281.
3503060231 Forwards proposed Amend 77 to OL application.reflecting changes in facility design.editorial changes & updates & Rev 41 to FSAR.
BRADLEY.EJ. Philadefphia Electric Co. 85/02/28. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29234:317-29235:012.
-8503060244 Amend 41 to FSAR.
*  Philadelphia Electric Co. 85/02/28. 51pp. 29234:324-29235:012.
8503290003 Forwards Affidavit of Svc re distribution of Rev 41 to FSAR.
BRADLEY.EJ. Philadelphia Electric Co. 85/03/22. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 3pp. 29565:172-29565:174.
P. Operating license stage documents & correspondence
8503010116 Further response to FOIA request for EG&G June 1983 NUREG/CR-3301, "Catalog of PRA Dominant Accident Sequence Info." Forwards App M of NUREG/ CR-3301 re facility.Document also available in PDR.
FELTQN.J.M. Division of Rules and Records. 84/10/24. SHOLLY.S. Union of Concerned Scientists. 1p. 29191:001-29191:065.
-8503010123 App M to NUREG/CR-3301, "Limerick Generating Station."
*   EG&G, Inc. 84/06/30. NRC - No Detailed Affiliation Given. 62pp. 29191:003-29191:065.
8412070125 Forwards "Primary Reactor Containment Integrated Leakage Rate Test," final rept
KEMPER.J.S. Philadelphia Electric Co. 84/11/30. DENTON.H.R, Office of Nuclear Reactor Regulation, Director. 2pp. 27820:353-27820:354.
-8412070128 "Primary Reactor Containment Integrated Leakage Rate Test," final rept
*  Philadelphia Electric Co. 84/08/31. 66pp. 27820:355-27821:058.
8503050233 Notification of 850305 meeting w/util in Bethesda.MD to discuss jet impingement loads on ASME Code Class 1,2 & 3 pipes & supports. MARTIN.R.E. Licensing Branch 2. 85/02/22, SCHWENCER.A. Licensing Branch 2. 5pp. 29243:344-29243:348.
8503010453 Staff requirements memo re Commission 850214 affirmation/ discussion & vote on SECY-85-18, "Motion for Stay of Low Power Authorization & Suspension of Low Power License" & request for stay. CHILK.S.J. Office of the Secretary of the Commission. 85/02/25, DIRCKS.W.J. Office  of the  Executive  Director for Operations.  2pp,  29189:159-29189:160.
8503060786 Requests add! info for review of jet impingement loading & whip analysis of ASME Code Class 1-3 piping & support sys. Response should identify affected piping & demonstrate safe shutdown under listed condition.
SCHWENCER.A. Licensing Branch 2. 85/02/26. BAUER.E.G. Philadelphia Electric Co. 5pp. 29246:252-29246:256.
8503050504 Revised staff requirements memo re 850214 affirmation/ discussion & vote in Washington.DC on motion for stay of low power authorization & suspension of low power license for Limerick-Order denying motion approved. CHILK.SJ. Office of the Secretary of the Commission. 85/02/27. PLAINE.H.E. Office of the General Counsel. 2pp. 29223:351-29223:352.
8503200171 Notification of contract execution.Mod 1,to "Review of Tornado Missile PRA - Limerick Generating Station & Seabrook Nuclear Power Plant." ContractorNBS.
WOLLETT.S. Technical Assistance Contracts Branch. FIN D-1310. 85/02/27. BERNERO.R.M. Division of Systems Integration (post 811005). ANAND.R. NRC - No Detailed Affiliation Given. 1p. 29472:252-29472:259.
-8503200189 Ltr Contract NRC-03-84-088.Mod 1,revising std work order, providing funds & extending period of performance.to "Review of Tornado Missile PRA - Limerick Generating Station & Seabrook Nuclear Power Plant." EDGEWORTH.PJ. Division of Contracts. FIN D-1310. 85/02/27. SHREVE.D.B. Commerce, Dept. of, National Bureau of Standards. 7pp. 29472:253-29472:259.
8503220272 Forwards "Semiannual Effluent Releases Rept 1,841222-31" & changes to offsite dose calculation manual.Annual summary of hourly meteorological data for 1984 retained at facility, per Tech Spec 6.9.1.8.
ALDEN.W.M. Philadelphia Electric Co. 85/02/28. MURLEY.T.E. Region 1, Office of Director. 2pp. 29485:254-29485:341.
-8503220287 Rev 1 to "Limerick Generating Station Offsite Dose Calculation Manual." LEITCH.G.M., MULFORD.R.A., MURPHY.G.D. Philadelphia Electric Co. 85/02/28. 62pp. 29485:290-29485:341.
8503110418 Forwards Rev 2 to "Solid Radwaste Sys Process Control Program." Changes reflect info gained by preoperational testing & include actual operational data obtained by testing.
KEMPER.J.S. Philadelphia Electric Co. 85/03/07. SCHWENCER.A. Licensing Branch 2. 2pp. 29288:061-29288:073.
-8503110421 Rev 2 to "Solid Radwaste Sys Process Control Program." * Philadelphia Electric Co. 85/02/28. 11pp. 29288:063-29288:073.
8503210431 Summary of 850207 meeting w/util re briefing Div of Licensing director on status of licensing-related issues including FSAR issues.offsite emergency planning hearings & FEMA review of plan & SALP results.
MARTIN.R.E. Licensing Branch 2. 85/03/11. Licensing Branch 2. 12pp. 29479:216-29479:227.
8503290265 Summary of 850306 meeting w/util & BNWL in Philadelphia.PA re effectiveness of NRC requirements in limiting risk.
GEARS.G. Operating Reactors Branch 4. 85/03/13. Operating Reactors Branch 4. 4pp. 29563:346-29563:349.
8503190327 Provides info requested.per 841227 Generic Ltr 84-24, certifying compliance W/10CFR50.49 re environ qualification of electrical equipment important to safety for nuclear power plants.
KEMPER.J.S. Philadelphia Electric Co. 85/03/15. THOMPSON.H.L Division of Licensing. 9pp. 29409:056-29409:064.
8503210345 Forwards rept providing addl info re analysis of jet impact loads resulting from postulated high energy line breaks,per A Schwencer 850226 Itr to G Bauer & responses to concerns raised at 850305 meeting.
KEMPER.J.S. Philadelphia Electric Co. 85/03/19. SCHWENCER.A. Licensing Branch 2. 11 pp. 29464:338-29464:348.
8503280095 Forwards request for addl info re response to Generic Ltr 83-28,Items 2.1,2.2.1,2.2.2,3.1.3,3.2.3 & 4.5.3. Response requested within 60 days for Items 2,1,2.2.1,2.2.2 & 3.1.3 & within 90 days for Item 4.5.3.
SCHWENCER.A. Licensing Branch 2. 85/03/19. BAUER.E.G. Philadelphia Electric Co. 7pp. 29548:346-29548:352.
8503280372 Requests minor change to NPDES Permit PA 0051926 to delete temp monitoring of Perkiomen Creek & approval to use three chemical substances in Unit 1 cooling water sys.Supporting documentation encl.
WILLSEY.W.B. Philadelphia Electric Co. 85/03/22. HINKLE.R. Pennsylvania, Com-rnonwealth of. 27pp. 29556:219-29556:245.
8503290006 Requests concurrence w/proposal to test operate main turbine generator within capability of existing 5% power license.
DALTROFF.S.L Philadelphia Electric Co. 85/03/25. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 3pp. 29560:090-29560:092.
Q. Inspection reports, IE Bulletins & correspondence
8503280669 Responds to NRC 841004 request for comments on BNL technical reviews of emergency svc water sys.Effectiveness of PRA-based insps would be enhanced if engineering dept notified in advance,Related correspondence. KEMPER.J.S. Philadelphia Electric Co. #185 081. 84/11/07. STAROSTECKI.R. Region 1, Office of Director. 6pp. 29563:002-29563:007.
8503050269 Responds to NRC 850122 Itr re violations noted in Insp Rept 50-352/85-01.Corrective actions;electrical field engineering group & QC inspectors retrained in procedural requirements for review of latest design documents. DALTROFF.S.L Philadelphia Electric Co. 85/02/21. STAROSTECKI.R. Region 1, Office of Director. 7pp. 29210:174-29210:180.
8503070212 Responds to NRC 850125 Itr re violations noted in Insp Rept 50-352/84-53,Corrective actionsrwiring entering Control Room Panel 10C601 properly spaced & protected to meet separation requirements & open floor wirings inspected. KEMPER.J.S. Philadelphia Electric Co. 85/02/26. MURLEY.T.E. Region 1, Office of Director. 3pp. 29260:332-29260:334.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co, of New York, Inc. f13pp. 29196:147-29196:258.
8503150141 Forwards Insp Repts 50-352/85-02 & 50-353/85-01 on 850101-31 & notice of violation,
STAROSTECKI.R. Region 1, Office of Director, 85/02/28. DALTROFF.S.L Philadelphia Electric Co. 4pp. 29394:295-29394:318.l. #185 206. 85/03/20. Office of the Executive Legal Director. 10pp. 29492:279-29492:288.
